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PAGE 01 LONDON 06405 281917Z 

50 

ACTION NRC-07 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 EA-10 ACDA-10 CIAE-00 

INR-07 10-10 L-02 NSAE-00 NSC-05 EB-07 FEAE-00 ERDE-00 

ERDA-07 PRS-01 SSO-OO /084W 

080790 

P 28191 1Z APR 75 

FM AMEMBASSY LONDON 

TO SECSTATE WASHDC PRIORITY 0622 

UNCLAS LONDON 06405 

E.O. 11652: N/A 
TAGS: TECH, ENRG, UK 

SUBJECT: NUCLEAR REGULATORY COMMISSION ANNOUNCEMENT ON 
BOILING WATER REACTORS 

REF: STATE 97118; STATE A-2467 

RUTHERFORD (DEPARTMENT OF ENERGY) APPRECIATED EARLY 
NOTIFICATION OF NRC ANNOUNCEMENT ON BWRS IN CONTEXT OF 
ERDA-UKAEA ARRANGEMENT FOR EXCHANGE OF INFORMATION ON 
LIGHT WATER REACTOR SAFETY PROBLEMS. HE MADE NO COMMENT 
ON SUBSTANCE OF ANNOUNCEMENT. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: WATER, NUCLEAR REACTORS, NUCLEAR SAFEGUARDS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 28 APR 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975LONDON06405 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 48-0883 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 975/newtext/tl 975041 1/aaaaakpi. tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NRC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 97118, 75 STATE A-2467 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 0 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 JUL 2003 by maginmm>; APPROVED <07 JAN 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NUCLEAR REGULATORY COMMISSION ANNOUNCEMENT ON BOILING WATER REACTORS 
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